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HEATINQ 

AN£) 

PLUMBING. 

We use the pest ma- 
terial the market a£ford& 
Let us make you an esti- 
mate on your wants. 

We install the Pneu- 
matic Wat^r System in 
country homes. 

All inquiries cheerfully 
answered. 



Recleaned 

for sale. 



Ryt' and Seed Wheat 
Hudson & Hutches. 



Hughes & SwinebroarJ sold for G. B. 
Walker, the eight year old son of Mr j Swinebroad a lot on i*iahEi.»nd Street 
Geo. D. RoMnson waa kicked l»y hia | to L. G. Davidson and .--l\o a tot adjoin- 

poiiy Mond;i.v ivct ivinp: injuries v>hioh jng to .Theo Cunvy ^ivlessra Cuney 



will force him to go on crutches for 
some little time, however, we are glad- 
to say no bones were broken and the in- 
juries while l ainful are not dangerous. 

"A local uptionist" now is one who 
woald fiave tiie territcirial mit for vot- 
ing on the liquor question so small that 
some part of every county would vote 
wet and have tiie tieensed saloon. The 
advocates of the whilk^ interest or 
all local optionisls and woold like to 
have the precm^ tlM unit 
theeovntj. 



ing 

and DaviiJson will ea; 
some residence and the' 
Cated on oi'e uf the ve. 
wjll be quite an impro . 
section of the city. ^ 



k>ta 

best 



a band- 
^eintf lo- 
.'>treet3 
that 



.'nt in 



Pirk TOur grapes off then wash put 
on and boil until seeds b^gin to come 
oat, then pat in sadc and strain. To 
every quart of juic»-add one largo tea- 
cup of sugar, then let the juice boil, 
skfan and eork tight in jan or bottles. 

Mn. SdMcea West. 



Mrs. George Ballew died at her honn- 
in Richmond Ky Thursdsy morning at 
3 o'elodc. At the hoar of going to 
press no funeral arrangements had 
been made but she will be buried in 
Rirtmwnd. Mn. Ballew was a daugh- 
ter si Mrs. Edna Firanees of tilus place. 

Mr and Mn WilHam Yancey Erwin 

of Lexington are guests at the home of 
Mr. J. D. Gulley, where they will re 
main for a couple of wedcs. Mr Er- 
win is a poet of considerable renown, 
being the author of "Wanetka,'' 
"Sparics from the Anvil" and many 

other poems. The gifted couple have 
just returned from an extensive tour 
of the south, and were under the im- 
|ire.«sion that the Teachers Institute 
was ill session in Lancaster, which oc- 
casioned their visit here. Mrs Erwin 
w'as a pleasant visitor to the Rgoord 

office. 



W. ' Oc." Gocdlti- bjured. 

Mr. W. O. Goodloe :»)-.;ained a very 
ptinfal injary Sunday looming. While 
attempting to tighten tac- saddle-girth 
on a young horse in frcr.t of his prem- 
ises on Lexington avenue, the aninial 
reared up striking Mn Gocdioe and 
knocking him to the gr.. ind, the ani- 
mal then either pawed or kicked- him 
several times, in the and body. 

He was carried into h ; ' f ^rr.i^ and a 
physician sammoned. Ii^r. G.Ktdloe re- 
mained unconscious from his injuries 
for several hours. He k considerably 
improved and his many^nends hope to 
see him oat and back t^M> duties in a 
Amrt time. »^ ^ " 



CONN BBOTJIERS 



jUincafttar. Ky. 



Colored Fair. 

The Lancaster Colored Fair is being 
held today (Fnday) and Saturday and 

is attracting quite a crowd from this 
and adjoining counties. The show of 
stock is quite good, and the masiet 
which is being furnished by the Lex- 
ington Concert Band is nmuoall^ good. 

Geor^^fbvan is iMresident of die as- 
sociation and "James" Williams secre- 
tary, two of Lancaster's best colored 

, in their undertaking and they propose 
j to g^ve the best colored fair in the 
I state outside of Lexington. They will 



Mr. Job Lackej Dead. 

Mr. John Lackey did^ at 1 o'clock 
Tharsday morning at tHc home of his 

son William Lackey ntar McCreary. 
Mr. Lackey has been in feeble health 
for several yean and o:^ more than one 
occasion his Hfe had bt . i despaired of, 
but he would rally again be able to get 
oat of the hoase. 

Mr. Lackey wrus SI \> araof age and 
was one of Garrard's must highly res- 
pected dtiiens, he ha5 lived in this 
county almost his cntir-,- life and has 
built up a reiiutation for honesty, in- 
tegrity and fair dealing that it falls to 
the lot of but few men to leave behind 
them, but he is one of tne few men of 
whom DSOght but good can be said. 
He leaves one son. W! ' ■ Lackey, and 
four daughters, Mrs;. . .1. Hro; ddus. 
Mrs. Perry Naylor, M:.-. David Ander- 
son of the county and Airs. J. D. (Pul- 
ley, who lives in town. Mr. Lackey 
was preceded to the grw^'e by his good 
wife some four years since, and his re- 
mains will be placed by her side in the 
Lancaster cemetery, thjs (Friday) af- 
ternoon, after appropria^ funeral cer- 
emonies, the details of ij^dl we were 
unable^ to secure at tiw<lMar of foii^ 
to press. ^ 

Pdbfra h liwgtoi AqrhM. 



YOUR 



ACCT. 



DUE. 



I Shall Expect a Prompt Set- 
tlement. 



ALL ACCOUNTS 
ONCE WILL 



NOT PAID 
POSITIVELY 



AT 



BE PLACED FOR 
COLLECTION. 



IiOGAN 



Lanca8ter» Kei^tucky. 



Pellagra, a disen.se > 'iy recognized 
by medical authorities in the last ten 
or *welve yeani. has br:-Ken cut in the 

JaS-TP Hit; J»t li^JH^'^f* f. d S»jv 

eral of the patients are afliicted with 
the disease. Pellagra is a skin disease 

p< culiar to l!u' south. One theory of 
its origin is that it is caused from eat- 
ing products of com that was infected 
with •'sn.ut" this theory is not how- 
ever countenanced by many of the em 
inent medical men. It does not yield 
to medical treatment, and is sup|X)sed 
to be incurable after reaching a certain 
stage. The only treatment iHdch 
seems to effect it beneficially is plenty 
of fresh air, rest and gooil food. 

A great scare was precipitated 
throughout the state hy one of the 
patients at the asylum, who hoi)ed 
thereby to gain her own freedom from 
the institution, writing a letter to the 
Lexington Herald and singning the 
name of one of the nurses, stating that 
the disease was contagious and that it 
was spreading rajjidly in the institution 
The letter w^s traced to its source the 
physician in charge of the asylum issu- 
ed a letter denying the gravity of the 
sitnatiaii and tlw scare subsided. 



Schnb. 



Professor Joseph Leslie Riley, who 

succeeds Prof. Bridges as principal of 
the Lancaster Graded School, has ar- 
rived and with his wife has taken up 
his abo<le at the school building. 

Professor Riley has heU positions in 
several states and at the head of sever- 
al splendid schools, and if credentials 
and experience count for everything, 
he will sorely make a splendid soccess- 
or to Prof. Bridgss and a strong head 
for Lancaster's splendid schools. 

Professor Riley is a Kentadtion, bom 
at Port Riley in Henry county in 1879, 
he moved to Owen county when quite 
young; he gradaated at Lynnland Male 
and Female Institute of Hardin coonty 
and also from Georgetown GoUege. 

It will be good news to the boys to 
know that while at Geo'-getown Prof. 
Riley was a member of the football 
team for five years, this fact would 
indicate that the new Professor will be 
heartily in favor of athletics in the 
local school. 

Professor Riley was principal of the 
schod at Gleneoe, Ky. , for two years 
and of the schools at Luverne Ala. for 
two years; he was professor of French 
aiid German and manag er of atiiletics 
in Ouchita College Ark. for two years, 
principal of the Jonesboro Ark. High 
School t wo 'y aaw, vice president Ed- 
gar's Boys Schools Montgomerj', Ala. 
two years, vice president Bunn-Bell 
Institote, Wayeross, Cra., two years, 
professor of mathematics Georgia Mil- 
itary Academy of Atlanta Ga., two 
ysais, fromn^adipiafleks eoaMS to 
us. 

That Professor Riley is eminently 
qualified to fill the position here is 
evidenced by the fact that he has held 
state certificates in four states Ala- 
bama,! Indiana, Arkansas and this 
state, Profossar Riley married Miss 
Kathertee McDimell of Wkfsaw Ky., 
and he and his wife will be warmly 
welecmed to Lancaster. 



All DeiBWaU cone to 
the Court l»ii8e Satarday 

aflenioon at 2 p. m., and 
vote for the extensiom of 
t he Couaty Uatt BilL 

DM'tWaHelWWalv. 

The lake is kjotiiiig low, not dan- 
gerously so. but it iti low enough to 
render it advisable to be economical in 
thf use of it. Sup'l lit rn.n requests 
that all patrons of the water works bo 
cantioofl m to the use of tiie water, do 
not waste it, and a'oove all things u,j 
not allow hydrapts to run all night. 
Unless these preeantionary measnres 
are strictly adhered to it may become 
necessary to cut off the water supply 
altogether, thus insariag a sopply 
in dlfe«f fee. 

The party who left on .'\ugust Ist. 
for Crystal City, Texas are returning. 
Mr. Jas. Boose and Mr. Leins Brown 

called at our office and stated that the 
country was all that was represented 
to be by Mr. Wallace Steele Goieral 
Agent, T^vas Land and Dtvolopment 
Co. Gus Dunn has also returned and 
all three parties have an option on 
some land near this city and think that 
they will close the deal in a few days. 
Mr. Aldridge, and Mr. Hngihea have 
not i^Btarnt d. 

. Sanford—AsUey. 

Miss Georgia Sanford the pretty 
young daughter of Mr. and Mrs. L. J. 
Sanford was on Saturday evening unit- 
ed in marriage to Maarice Ashley. 
The wedding oc cured at the brides 
home. Rev. (). P- Bush officiating. The 
happy young couple left Sunday min- 
ing for Cincinnati where the grootn 
holds a position. The bride is an unu- 
sually pretty attractive young girl and 
quite a talented raasieian. The groom 
IS a son of the late Mr. Silas Ashley a 
deser\ ing and curteous young man and 
also a gifled masidaB. Snewe eon- 
grataiatkus are extended thesk 



Plumbing Equipi 

For Every Requirement. 

Is your present plumbing equipment exactly 
suited to the needs of your household, and is it aa 
sanitary and eiitient as^ it dMsU be? If Ml; it 
would be to your profit to 'imt W iMtall 
guaranteed fi.\ture3. 
This hne of sanitary 
wnv ii Mde in Mdi a 
wide range of simb aad 
designs that we can 
su]K^ fixtures to suit 
the moAt exacting — 



Would 
have guaranteed 
plumbing— to know in 
advance that your 
plumbiaff would be 
dependMtf Lat a 
give you an estimate on 
installing 
ware. 




HASEL.DEN BRO& 



Wkolciale 



With the exception of a few small 
areas in the northern part of the coun- 
ty, intermittent showers fell all over 

the county lasi week, and on .Sunday 
afternoon the Bryant;iville section was 
visited by a regular soaker, sofficient 
to cause the streams to rise and to 
furnish an abundance of stock water. 
Com and tobacco as a consequence 
are looking 'i-.u-'h hetter. Consider- 
able of the corn in this county i$ al- 
li^y ^•DMkde^'iaBd thetate eon^ will 
be if we can have a few more rains. 
Tobacco is growing lucely, a little back- 
wotd as a tide, bat wHh anythii« Kke 
seasonable weather during the next 
month, the crop will f a pixwi one. 

Young Lady Burned To Death. 

On last Friday night Miss Katie 
Flicks the 22 year old daughter of Mr. 
Coloman Hicks, who lives below Marks- 
bury on the Lexington pike ^as burned 
to death, supposedly by the erertam- 
ing of a lan-.p. Miss Hidn had retired 
with a lighted lamp on a chair beside 
her bed, and daring the ii4(bt her par- 
ents were aroused by her cries; they 
found her in the yard with her night 
clothes a bmss of flaoaes, and before 
they could render h'-r assistance she 
was fatally burned. Her father wa6 
seriously burned about tile hands and 
arms in attempting to extinguish the 
flames. She is supposed to have knock- 
ed ofves the lamp in her sleep and set 
fire to her night clothes and in her 
fright rushed into the yard. Uer re- 
mains were interred in the Laaeaster 
ceflaetary Satarday aftmmoea. 




GetlrelkllsiudVilns 



You know that the best way to be sure of 
getting good dothes for your money is to ^to 
a place wkcfe momt M good dotlw are aeM. 
Tketait waytogetHMMPetkaaanillar fav 
BKney ia to go to tkat place wlMfe ^tuefw^ 
ferin^ goods at clearance pricea. 
That's ^hat we're doing here now; we're 
clearing the decks for the fall caapaigK 
eYeryUiing ia Sntts go at a i^ricc aow. 

Hart SctiQffncr & Marx 

doliMa go; aaila tkat jotm ka gted to 

Men's fine nil wool suitn in Bkuura. Ttm, CSnqr, alsa MMk aai 

Bluf. RoKuiar (H-ice .>l»>..">o now $11. 9S. 

One mixed lot of Men'd tine all wool suits. Hart Schaffner and 
Marx n^ke. in Brown, Taa, Gny and other coIsisl 

>L" |.o(» now ?11.98. 

One big lot Men's all wool saits in all varisas cohws 
BlacKs and Bhies of Hart Schaffiaer and Man amke. 

price ■^22.^0 nov,- ^It!. 7"). 

Mi '^'s suits of vi-ry tiru'st ipi.Tlity, H. S. & M. make, in Gray. 
Brown, Tan, Black and Blue. Kegular $25.U«i and t'Si.'** values 
nsnrfULlSw 



Jas. W. 

The House of Quality. 



Smitli, 



At 1:15 o'clock last Saturday after- 
noon in the branch penetentiary at 
EkUyville, Ky., Sh«y Penman was el- 
ectrocuted. Thirty seconds after the 
current was turned on Penman was 
pronounced dead, enly one i iwiiiilsllM 
shudder and life was extinct. 

The crime for which Penman gave 
his Hie as forfeit was ooaunittad at 
the home of Mr. Lee Rankin in Lincoln 
county Ky. near Hubble on the atb 
day of September 1910. He had lone 
been a trusted servant of Mr. Rankin 
and on this day he coaxed little Nancy 
Lee Rankin the 10 year eU daughtei 
of the household to accompany him to 
springhouse near the home, where he 
assaulted her. 

The father of the child was away 
from home at the time, but -one of her 
uncles was summoned by telephone and 
he took the aegco to Stanford where 
he was lodged in jalL Fearing mob 
violence. Judge Walker ordered the 
prisoner taken to Louisville for safe 
keepmg. When his triri was had in 
the circuit court in Lincoln county. 

soldiers accompanied him to prevent 

violence. 

His trial was a speedy one and a 
yerdict of guilty was soon brought in 
and his sentence fixed at death. The 
court of /appeals affirmed hia sentence, 
the chief executive refused to extend 
clemency, and he would have died long 
since but for the fact that the chair 
was not ready for service and a delay 
was rendered necessary. 

Penman asserted his inno^ense to 
the last His body was sent to his 
home in Lincoln county and was buried 
near Hubble on Sunday. Mr. A. L. 
Kankin fatiier of tiie ^Id and Dr. 
Rankin an uncle witnessed the elec- 
trocution. Dr. Rankin feeling the 

negro's poisa and pwrnnqmang him 

dead. . f I 
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ED Weekly. 



$1.00 A YEAR. 



CSEEti CIAY WALKER. Emtor. 
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Rates For Political Announcements 

For Precinct and City Offices . . . .| 5.00 

PVirOuHj <MfcM 10.00 

For State and District OffeM. .. . ULM 

For Calls, per line .10 

fWOavia, per Hne 10 

Pn* all publications in the inter- 
est of individuals or expres- 

line 10 

Obituaries, per line 06 



ACNrif Fair 

Garrard eoantgr haa establiahed a 
repatatioii for cMnff oat llw beet 

fairs in the state, and jvulOf MUmed it 
is, and it should an^ wiU b* antained. 

The reeent aMMtion waa one oi the 
best ever seen in the county and its 
promoters are to .he congratulated on 
tiM ijiliiiiH iiiyhitiBii they gave. 
However, the promoters of the last 
meeting, under the corporate name of 
*^Im LaMWtarfWr", were incorpo- 
rated for onljr 4NM year, rather what 
would be called a hand to mouth pro- 
ceeding, and the chances are that 
should the association be again in- 
corporated under the same name that 
the same personnel would not be again 
embraced in the new conq^y, neV 
members would replace some of the 
old ones, new methods would be intro- 
doead and flaaiqr changes made, for 
better or worse it is hard to eonjeetare. 

Down in Franklin county where they 

give one of the veiy best exhibitions 
in the ataAa, ttm damor of the cMaens 

of the county for stock was so persist- 
ent that it was deemed necessary to 



settle the question. We have and 
still believe thoae payaeiis entitled to 
the appellation Democrat, rather than 
others whose positions serve and help 
the whiskey interests to the constant 
detriment of business, moral, relifd- 
oos and educational good of the whole 
state. Democrats will no longer be 
intimidated by the declaration that no 
democrat can be opposed to' the Heens- 
ed sale of intoxicating liquors but rath- 
er believe from the strikingly growing 
sen tim en t agahiBtit that to ha a 
democrat, or a vapMHcaBt he Moat 
approve it." 



"Back to the constitution" as used 
in the discussion of the liquor question 
a dadaratiaa hi favor of the 



For Governor— James B. McCreary. 
For Lieut Governor— E. J. McDermott 

Ibr Auditor Public AaaaHla—Hsnry 

H. Bosworth. 
For Secretary of SUte-C. F. Crece 

For Attorney General— James Gamett. 
For State Superintendent of Schools - 



War Commissiooar AcriaaMaaa— J W. 

Newman. 

For Clerk Court of Appeals— R. L. 



r. F. 



Ibr Railroad 
Klair. 



Representative— Joha IL Varra 
froaa Garrard Co. 




ton A. Arnold as a candidate for Coun- 
ty Judge of Garrard County subject to 
laftha 



ince 



Wo an 

James A. Beazley as a candidate foi 
County Judge of Garrard county, sub- 
laf the HI II tic 



FarSlMrif. 



Robinson as a candidate for SheriiT ol 
Garrard County, subject to the action 
of the 



We are authorized to announce 
Aahby Arnold as a candidate for sherifl 
of Garrard county, subject to the ac- 
tion of the democratic party. 

We are authorised to announce W. 
L. L awasa fv ahaiMF of terard 
county, subject latfM Mliaa.of the 

democratic partjf . 



We are aothoriaed to announce Dave 
C Sanders aa a candidate for Assessor 
«C Garrard county subject to the ac- 
tiaa of lha democratic party. 

We are aathariaed to announce Mr. 
B. B. Ray as a candidate for the Nomi- 
nation of Assessor of Garrard County, 
aabjeet ta lha aeliaa of tho ^Hnooratic 
P«ty. 

Wo are anthoriied to announce J. B. 
la a caadMate for the noanina- 

for assessor of Garrard county, 
tject to the action of the democratic 



We are auth a ila e d to amooaee W. 

L. Huffman for a candidate for assess- 
or of Garrard county subject to the 



authorized to announct 
N. White as a candidate for 
hi the trat dtaMet ai Car- 
rard county, subject to tha ailfMi of 

the democratic party. 



Ue PUtforn CoBveatiai. 

At the Court House in Lancaster, at 
2 o'dodi P. M. standard tiaM, latur- 
day August 12th. The democrats of 
Garrard Coudty are asked to assemble 
and select six delegates to attend a 
state eonvention in Lancaster, Ky.. 
Angaat Ifth and make a platform for 
the party. 

Theaa dalagates will be tho rsprsscn- 
tatfvtea of tiie people and we think 
should go to the state convention in- 
structed by the eonvontioB at home as 
aahaarwowaMhaa* thaai vote upon 
important planks. 

The party seems pretty wail united 
vpoa al ^faaa/Saata af platfocas asraept 
the liquor question. The whiskey ele- 
ment would like for us to ignore the 
Bpletely, ar di Ja r s against 
extension of the county unit. We 
opposed to the liquor interest con- 
trolling our party aad woald have the 
delegatioa from this county instructed 
to favor a dedaratioa in the platform 
advocating the mtmMaatiM Aa CMnty 

The BapafaKean party has dodarod 
for the County Unit, and if the demo 
fawra it. tha liquor 
tonferha aa iaaue in 

state politics in Kentucky. If you 
would be lid of the <iDestion, be at the 
hf and faiatrhet your 
to vote for the county unit 
! 9ta douMMxatic jiatfflnw 



Now with all due deference to the 
niany fairs that have gone before, and 
they wore aH gaadoMO, wo believe 

that the citizens of the county should 
be given an opportunity to subscribe 
for Btodc, that the fair association 
should be a county affair, and every 
one who desires should be allowed to 
have one or noore ahares; that the 
shares should have a nominal value 
that would place them within the reach 
of aH. This method would increase the 
interest throughout the county in the 
local fair, wouM make an Interest in it 
where no interest has ever been before 
felt The capital stock should be 
placed at aoch a figure aa would permit 
of the purchasing of, or taking a long 
tease on suitable grounds, and then 
erecting eommoSkm buildings thereon, 
including stables whkh are lacking at 
the present gro—d a , and which are 
sadly needed. Stables would not only 
be of vast convenience to the horse 
man and visitors to the fair, but they 
wvmld prove aaouree of eenoi dc rat 
revenue, and would pay for themselves 
almost in one season. Another advant- 
^ to bo dsrhrod fkoas havfaig atables 
on the grounds is the providing of con- 
veniences for horses from a distance in 
order tiiat thay aMf be near the ring 
side, will not ha«o tO fO backward and 
forward sudi adiatanee between the 
ringa, ttwwby aaauming the ride of 
being crippled in the crush of autos 
and other vehicles incident to the occa- 
sion. Iheae tUnga ahauM af oonrae be 
done gradually, the earnings each year 
used toward equipping and improving 
the buildings uid grounds, and no di 
vidend declared until every thing in 
and about the grounds were in first 
class condMan. 

Another suggestion which we believe 
would improve the local fair, is that 
several rings be provided each day 
exclusively for Garrard county stock, 
and that this fact be extensively ad 
vertised before hand in order that our 
people may know that they will not 
have to compete with the world at 
large in order to secure a premium for 
their stock; this will stimulate them to 
get aonething ready, and we beKavo if 
this method were followed, you would 
see ten Garrard county animals In tha 
ting where you now aee one. 

We are glad to have the horsemen 
from a distance here, end we believe 
that pi'BinluniB riiould be offersd tiiat 
would insure their continued attend- 
ance, but we do not believe that horse- 
men who Bsako a barinaaa of haadKng 
show stock and who have the world to 
choose from, and any amount of cap- 
iul wMh which ta aaeura thafar ontries, 
should be allowed to come in and com- 
pete with our home production, nor do 
our bono people b^evo thia, aa ia ev- 
idenced by the continued falling off of 
the Garrard county exhibits at the 
Garrard county fair. 

Another thing, this as well as the 
majority of the county fairs has re- 
resolved itself lata a mere horse show, 
the old time custom of exhibiting all 
the farm products, grains, vegetables 
etc. as well as live stock has been 
abandoned, much we think, to the det' 
riment of the exhibitions. 

Let us erect a small flurul hall, where 
not only the productions of the ft rm 
may be exhibited, but also of the dairy 
and culinary department; also make 
some provision for the latfea to ex- 
hibit their uu ed l e cra ft and other of 
their handiwork. 

It would take but very little money 
to provide the premium Ibt for this 
class of exhibits and it would add very 
materially to the attractiveness of the 
fair. 

We sincerely hope that before the 
time comes to think about our next 
exfaibMaathataaaaaaaa wU take this 
matter up along these lines, and that 
with the coming of another Jnly we 
nwv aea aa ali faahiaaad eaaatry fair 
in Lancaster, with provisions and 
premiums for every class of live stock 

hi Gamrd 



Tha Record is, and always has been, 
in favor of tha oxtanaion of the 
"County Uidt «■**. It boHevoa that 

the interests of temperance can better 
be subaerved by this meaaare than in 
any other* way, and H ftnthar boHoves 
that the democratic voters should look 
well into the matter of bow their can- 
dMate ataida oa iWa j— n Waw thsgr 
give him their support. 

Our viava alaag this line are just as 
lliiif hpwa liaafB IMBB, in our editorial 
eolpnn on April 1,1910 we had the 
fbHowing to sajr:- "We think the prin- 
ciples of the County Unit Bill demo- 
cratio because it leaves to the will of 
the majority in a prescribed j^ovem- 
mental unit how it shall be governed. 
To call tfioae favoring this "cranks", 
"doughfadM" and other tacompKmoB- 
tary names and asking that they' go 

wiUnavar 



The annual reunion of Morgan's com- 
mand of Confederate Soldiers will be 
held at Parka Hill on August 15 and 16. 
Extensive preparations have been 
made for the reunion this year and a 
goodly number of the veterans have 
signified their intention of being there, 
but for fear that some one of them 
might not know of the time and place 
of the reunion, Mr. Green R. Kellar of 
Carlisle is anxious that all the county 
newspapers publish notice of the fact. 
There are several of Morgan's men in 
Garrard county, and some of them wfll 



Political Bee Buzzing In Boner's Bonnet. 

A special from Niebolasville to the 
Lexington Herald savs that George 
Boner's friends are urging him to be- 
come a candidate for the legislature 
on the republican ti^Ot George had 
better keep his weatiisr eye open lest 
be become the victim of his friends 
He was formerly editor of the Trib 
une, a republican newspaper at Nich 
olasville. anditaoeBMto ua he had 
much better resume his editorial duties 
th an to become a sacrifice to Hugh 
Mahin, tho preaeut n w mber of tha 
legislature from Jessamine county, 
and the democratic nominee for re- 



Democratic Mass Convention. 

A convention of the Democrats of 
Garrard county is hereby called to 
meet at the Court House in Lancaster 
Garrard county Ky. on Saturday, Au- 
gust 12th 1911 at 2 o'clock P. M. to se- 
lect delegates to the Democratic Plat 
form Convention to be held in Louis- 
ville Ky. on August 15th 1911. Said 
Mass Convention is called pursuant to 
a call of the State Central and ExeC' 
utive Committe of the Democratic par 
ty of the state of Keneucky, and dele 
gates will be selected according to said 
caHof aaid Ooaunittee. ThisAug 1,1911. 

Jas. I. Hamilton, 
Chm. Dem. Com. of Gar. Co. Ky. 

Trial Continaed. 

James Ellis and Fount Helton wore 
placed on trial in Jho drank eourt hi 

Somerset last week charged with the 
killing of Justic Beatty and Constable 
Heath at Bar n a ide. Beeanae of the 
absence of a witness and "the refbaal 
of the Commonwealth to admit as trae 
an afldavlt aa to what the miaaing wit- 
ness would state, the trial was con- 
tinued until September 11th. There is 
oonaiderahle f oeHng in Pulaaki county 
against these men, and because of this, 
and to avoid the possibility of mob vio- 
loneo Judfo Botharuai ordered them 
removed to the jail at Danville for safe 
keeping, where they will remain until 
tha tiBK for their trial, 

"Tatt" Burnam Dead. 

Hon. K Tutt Burnam of Richmond 
died at John Hopkins Hospital in Bal- 
tiuMve Md. last Saturday. Mr. Bur- 
nam had been undergoing treatment at 
the hospital for about six wedca. 

Mr. Burnam waa Referee in Bank- 
ruptcy for tilis district, and was an ex- 
member of the Kentucky legislature. 
He was a brother of Messrs Robert, 
RoHins and Thomas Burnam and Miss 
Lucy Burnam of Richmond. His re- 
mains were buried in Richmond Tues- 
day aflemoon. 

•'Tutt" Burnam was by no means a 
stranger in Garrard county and was a 
freqaont visitor in Lancaster, where he 
had many warm friends. He was a 
big hearted, whole souled fellow, one 
who aaado friends of all with whom he 
came in contact and his popularity was 
only limited by his acquaintanbe. 

An Roads Lead To Lexingtoa Tkis Week, 

The Blue Grass Fair opened at Lex- 
ington Monday and will continue 
throughout the week. Large crowds 
ars attending, the weather is fine, the 
show of stock nnprecendented and the 
music simply grand. The United 
Sutea Marine Band under the leader- 
ship of Ueutenant Santdasan is fur- 
nishing the music and thoaa who have 
heard it are loud in tbaif pMlaa. It 
waa no little tretMe toaeeure this band 
for the occasion, and it was only done 
though the intercession of Hon. Champ 
Oaric; thoooMent of iho pnaident, 
and the Secretary of War had to be 
obtained, then furloughs for each and 
every membor, ahtty aavan to all, be- 
fore they could come. Lexington is 
the only place they may be heard, and 
it is well worth tha tir^ ovsf tfMao ta 
hear the music. 

Waih IhMt Riihi A S 

Use D. D. D., that mild, soothing 
wash, that re<^gntzed remedy for Ec- 
zema and all ikfai troubles. First 
drops take away that awful burning 
itch, cleanse the akin— wash away 
every pimple— evjry impurity. Noth- 
ing like D. D. D. for the complexion. 

Get a 25c trial bottle today,— worth 
ten times its cost to have a bottle in 
the bouse. At any rate, di«P in today 
and inveatigate Uie BMrit af Oia 
wonderful prescription. floT pala by 
R. G.^McSoberts «^ Soo^ _ 



Polidcal Snap Shots Of Lexingtoa Moaii. 

(By Sh amaa Hanrej.) 

Judge Lewia L. Walkoc, who by ap- 
pdnttaeat of .Aetingtaovcanor Wiffiam 

H. Cox, is Judge of the Thirteenth 
Judicial District, composed of the 
counties of If oreor, Boyle, Uneofai and 
Garrard, in place of the late Judge M. 
C. Saufley, has made it known to bis 
friends that 'he will not seek a 
tion and election at the hands of the 
Republican party. Judge Walker is 
one of the most learned lawyera of the 
state and a splendid speaker, and his 
determination waa brought about from 
the fact he was neglecting a large and 
lucrative law practice. The Demo- 
cratic majority, too, is hopelessly large 
The Democrats have nominated for 
the judgeship Commonwealth's Attor 
ney Charles A. Hardin of Harrods 
burg, a nephew of former Attorney 
General P. Watt Hardin. He ia one of tho 
beat erininai lawyers in Kentudcy, and 
as a prosecutor has done mnch to make 
his district one of the cleaneat in Ken- 
tudcy, Mr. Hardfai will not have any 
opposition from the Republcans 

The Democrats of Garrard county 
are baakh« Gaanty Attorney J, 
Robinaoa taiecced him. Mr. Robin- 
son is aanr akrving his second term anc 
is oao of ^ rising young lewysfa of 
his section. He has prosecuted sixteen 
persons for homicide in his county 
'ourteen of whoai wore eonvieted. and 
has banished from its confines the last 
of the bootleggers and blind tigers. 

Garrard county ia RapuhHean by 250 
majority, but twelve years ago. on ac 
count of a laxity in the enforcement 
of the lawa. the people voted tiie party 
out of power and entrusted the reins 
of government to the Democrats. No 
Republican haa daee been olaatad ia 
the county, except a member of the 
Legislature, who won at the time W, 
O. Bradley was elected Governor. 

Garrard county is the former home 
of Kentucky's Junior Senator. There 
for a more than a third of a eentury 
he waa a familiar figure upon the 
streeta of Laneaater, and as a prac 
ticing attorney his eloqueat 
often heard in the courta. 

Although the Senator's politics 
triumphs have removed him from the 
old home he is yet honored and rever- 
ed by those who know him beat as one 
of Kentueky'a nMMt giftad 



The Democrats of Garrard county 
have selected their candidate for Rep 
resentativt, J. M. Farra, and he looks 
every inch a winner. Prominent as 
farmer and a close student of econo 
mic questions, Mr. Farrar is looked up 
on as an ideal candidate for the posi 
tion to which he aqares. In the prim 
ary election he defeated J. A. Doty 
ex-County Clerk, an old Confederate 
soldier, and the present Bepreaentative 
J. O. Bogie. Mr. Farra won out by 
systematic house-to-house canvass 
which he met every voter in the county 
and Ua campaign metiMdi ara caadng 
tha BaeohHeans mu^ 



That a vigorous campaign is aheac 
is attested by the organization of 
Democaatie campaign committee, at 
the head of which is W. H. Brown 
prominent business man of Laneaater. 
Mr. Brown aaifB he 'is a Democrat be- 
cause he can't help it" and that he 
entertains no fears of the result in 



HENS 5 cts. 

Roosters 4 to 4^cts. 
Young Ducks 7 to 8c 
Em^ 1 1 to 12ets. 
Spring Chickensw 10 

to I2cts. 
Turkeys Sets. 
Coal from lOtoi^lScts 
in yard. IcmoreM. 

Just reeeived • or Ini if fm- 
laadOment whidiwtvn Mi at 

a reaaonable price. 

Red Ash Jellico Coal, best on the 
market. See us for Thrashing CoaL 

Good block 12cts. 

He B. NORTHCOTT, 

DEPOT STREET. 



YOUR --- 








in 



BETSY'S POINTERS 

The iMQMirteiicy of MB bMtta dl. 

a hammer and in the next breath 
says she knows more about knock- 
ing than a master carpenter. The 
belt kMcfeir I Imear is K. S. 
BROWN who has prices on Dry 
Goods, Gents Furnishing Goods and 
Shoes knocked down to suit the 
smallest purse. 

Monuments 

of all kinds and of the 

BEST MATERIAL. 

Lowest Prices, Satisfaction Guaranteed 
A representative of our Company 
willbaatthaFsngarimi HalalhiLM- 

caster, every county court day. 

HARRIS a WHEELER, 

NICHOLASVILLE. KENTUCKY. 



Please call and 

SETTLE. 

WE NEED THE MONEY. 

J. R. Mount, Sou £ Co. 






m One Ounce of Satisfaction 



SEE THAT YOU GET 



Glen Lily Flour, 

and we Guarantee you that you will be 
SATISnED. 

YOUR wBua imhh m. 




Comity Judfa A. D. Paid, who ia 

serving his third term, has announced 
that he will retire. Former Chief of 
P<diee J. A. Beaalay, wha gahMd an 
enviable reputation for havhic M Lan- 
caster of bootleggers and Ufaad tigera, 
is an annoonoed candidate for tta plaea 
aaiaaK-ahaty CA. A nwM. 

For sheriff of the county a three 
cornered fight is now on with perhapa 
two other caaMatoa jat ta amoonea.' 
C. A. Robinson, the present chief de- 
puty, is out for the place and has pit- 
ted agahMt hfaa ex-AarW W. L. Law- 
son and Ashby Arnold. Former As- 
sessor W. S. Carrier and J. R. Rubles 
ara reeeptiTa ea i id id at ea, and H ia aaidL 
combine their interests and becoma e 
formidable ticket, one taking the |^aai> 
tion oi Jia iUr airf the a«har chief de- 
puty. 

£. B. Ray of the Buckeye section, 
and David S«dara M 

didates for Caanty Asseaaar 

make active canvasses. 



Green Clay Walker, editor of the 
Centoal Reeoid, iHw haa a Heeaae ta 

practice law, haa aanaonced his can- 
dkiacy for the offlea af County Attor> 
n^, Uie piteaeat iacambent, J. B. 
Robinson, having declined to make the 
race for a third term. Mr. Walker is 
a jomg man and haa for aaaaa time 
hesitated aboat giving up the editorial 
sanctum for the practice of the law. 
If he is as successful in the latter aa 
in the former bia raeovd will ha aaa to 
be proud of^ 

Accused Of Stealing. 

E. E. Chamberlain, of Clinton, Me. 
boldly accuse.o Bueklen's Arnica Salve 
of stealing— the sting from bums or 
scalds— the pain from sores of all kinds 
the distress from boils or piles. "It 
robs eota, aocna, brniaaa, ^raina and 
in juriea ot tUb terror, " he aaya, 'Hts 
a healing remedy its equal don't ex- 
ist." Only 25c at R. E. McRoberto &. 



Call On The Following Mer- 
chants. 

J. E. Stormes, Druggist. 

R. S. Baowif, General MMdnaAae. 

Ball & Holtzclaw, Grocers. 

Davidson & Walk£R, Grocers. 

T. CuRREY, Groeaiy. 

J;N« ^ftB^jSfiaary. 

TinmMt A QutMMTBR, Grocery. 

D. 1. Brumhett, Grocery. 
Aad try a Uk eta cake of CREM£ 
SOAP Ito BMaiatiaaaaapHMde paflf 
. of vegetable substances. A shift 'fted 
I fomplefthai 



Red Top 

Asphalt 
Granite 
Roofing 



Is the Best and Cheapest Satis- 
factory Roofing made today. 



Garrard Hilling h 



lancaster, Kentucky. 



ASK YOURJ>CAUn 

Haselden Bros. 




KresoDipNo.1 

STANDARDIZED 



Fliinr, Glial, Salt 

We have the celebrated Trow's Perfectin 
nour, Raymond City Coal, all coal, no clinkers 
Ohio River Clean Salt, California Red Wood 
Shingles. Farming Implements of all kin^ 

BTUD1BAKS& WAI^ONS. 

QLA5S and SAUNDERS 

CAMP N£LSON, KY. 

We want 50 tons of Timothy Hay. We are prepared to clean 
Seed Wheat at 5c per bushel. Clean it the same day yuu hriuti it. 



J A BEAZLEY 

Funeral Director 

and Embalmer 

Offlea Pbone 31. Residence Phooe 
LAXCASTKR KV. 




THE NATIONAL BANI^ 

OF |j\NCASTER. 

iSurpiw 2SbMlli» 




A.B.OBIIIT, 



J. F. BoBUiaoM, Aaa't 



Pkaa*!. 

S. C. DENNY. 
R. T. Ghmy. Booh-Kaeyar. 



Safety Deposit Boxes For Reot 

WE SOLICIT YOUR BUSINESS. 

Samual D. Cochran. Alex R. Denny, A. C. Robinaon. J. £. 
Stormes, S. C. Denny, J. L. Gill, Dr.' W. M. Elhott. DireetOTS. 



MCXPCNfllVC. 

KILU LICE 

ON m i im s Tioi, 

OISINPBCTS. 

leefl^ 




Kfeaaaa 
ft 



■ it 



CUItCS MANOK.SCAB. 

RINaWORM. SCflATCHn 



Ditlii|tAil llmil tsrfas 




R. E. 
McBplWft^ St Son. 

aiKB FOI rtll BOOCLiTt 



Telephones Installed Since 

- May 1st, 191 1. 

357 U G. A. Ballard ..^ Residence 2 M below LmmM aa K. B. 

Wl Mtaa Fhairfa Shiap <«w. . Residence Crab Or 

165 F. G. Hurt B as idnnr e Water Sc 

339-J J. Q. llaban naaftfaaee 8 II 

363-S J. W. Mahan ..Residence 6 M Lexington j 

374-S G. A.! Morgta B»miam€» 7 M Flat WaadB 

186 Misses Moss Jk Lay ]taaaHMkta*. 

366 Dr. R. L. Pontius Vetinary Surgeon. 

38i-U Jaaita Banhin Bswdanrs Bright'a Bead. 

384-A T.G Baafehi BaaMsMaSHCM ^ 

218 Turner ft Carpenter Grocery Campbell St. 

881 tUm Mamnit Itainni _r ff"i^-T- "^arrt flt 



Tke BMlte TckplMpi CoeipaBj, Ibc^ Laicaater, K|a 



1 



THE HOME OF REAL BARGAINS, 

No Special §iale but our usual Low Price on goods of QUALITY and STYLE. NO CAST OFFS. 

Watch Our Table and Qounter Values. 



I 

! The 



50c Cottori Voils 29cts. 

50c Foulards 29cts. 
35c Unweaves i 9cts. 



2^ Dimities 1 1 cts. 

25c Dress Linens 14c. 

* 1 5c Lawns 1 OctSf 10c Lawns Sets. 



SO and 75c Corset Covers 39c. 

$1.50 Muslin Skirts 98cts. 
$4.00 Princess Slips $2.98. 
$3.00 Princes Slips $l.g8. 

25c Suitings 1 lets. 




Mercantile Company. 



1 



1 



I 

I 

a 




We SeU Ice 



— Af 




AT 



I-2C Per Pound 




Tin. 





i^WUk^t. For fuidker a.ua«l inlMflulkNii 

'«rCortiighl li0tal Roofing Company, Philadelphia, 



QROQERIES 

and MEATS 

TlMi* are GUAR AN TEED 



Gossip About 
People v< ^ 



A Brief NcatiM 9I th« Coaing* and 



W. C. Price of Danville is thi 
of Mr. and Mrs. Ed Price. 

Miss Fannie Tinder left Wednstday 
to Tisit friwiis Im Lwdngtoa. 

Harv«gr McLmb of NashTille is vis- 

itini: Mr. a^td Mrs. J. G. Bumside. 

Miss Eliza Lansford is in Cincinnati 
visiting Mr. and Mrs. Cliarles Scott. 

Bffa. T. 9, WaliMr is auking a re- 
cupenliva staf at Drippiag Spriocs. 

Miss Minnie Brown leaves this week 
for a visit to friends in Nicholasviile. 

Johnnie Simpson is enjoying an out- 
ing at tWCMMMCkilbOMkniapriliiCi. 

Sherley Hudson was in Danville Sat- 
urday with his aunt Mrs. John Cotton. 

Miss Bettie West is in Danville vis- 



Miss Jennie Lackey is in Danville 
for a visit to Mr. and Mra. H. Herbert 



Ohio, is 
mack. 



Mm. flan* MaCor- 



Mrs. Margaret Folger of Nicholas- 
viile is viMaf IMT alacaa tka MiHes 

Arnold. 

Mrs. Jennia Scott left Sunday to vis- 
H Mr. aad Mn. Chaifaa Seott of da- 



Miss Virginia Goodloe has returned 
to Springfield after a visit to Lancas- 
ter 



Mr. and Mn. H. C. Hill of Stanford 
have been recent visiton of Mr. and 
Mrs. John WfUters. 

Miss Pearl Aldridge of Staafoid hat 

been the recent guest of Mt, aad Mia. 

J. Raymond Haselden. 

Miss Lucy Francis has been tlie rer 
of harecMHiaMtM J. F. 

Cummins of Stanford. 

Chenault Elmore of Birmingham is 
at home for a visit to his parents Mr. 
aad Mn> i. W. flu 111. 

Miss Ruth Waller has returned to 
her home in Louisville after a visit to 
May Sutton. 

■on, 
a 



Raymond are at home again 
visit to friends at Corbin. 

Mr. and Mrs. J. E. Robinson and 
Mr. aad Mrs. J. M. Farra lefl Miailsy 

for a stay at Estill Sinringa. 

Mrs. Annie Gastinieau and children 
of Decatur Illinois are visiting her par- 
aalsMr. Ml 



returned after a stay of some weeks 

at the Crab Orchard Sanitorium. 

Miss Ardelia. Turner is visiting in 
Nicholasviile. 

MiiB Stella Sanders is hi Lesiagtan 

visiting relatives. ^ 

Mrs. Adam Kelley was a visitor in 

Cincinnatti Sunday. 

Boiwrt ToafiMaWB went to Lexington 
Wodaeadaf for dM Hdr. 



Mrs Moore of Liberty, is here visit- 
ing her daughter, Mrs E. B. Wilkerson. 

Miss Kathleen Walter's visitor. Miss 
Maj Bar«aa,of LsaiaiMu Ml PMday to 
make a visit in Daavilla. Ky. 

Mr. and Mrs J. E. Robinson and Mr. 
and Mrs J. M. Farra and Miss Johnetta 



Miss Amanda Anderson visited Mrs. ' 
Daley at Marksbury last week. 

Dr. and Mrs. J. A. Amon were guests 
at tiw Lexiag^ fair Wsdnsadsy. 

Miss Eliza Lunsford has gone for a 
months stay with relatives in Panola. 

Mrs. Daley entertained Mrs. McDer- 
adt and Mias Jeapde at 6 o'clock dmner 

Mrs. Mattie P.'^Frisbie and grandson 

have returned from a visit to Danvilld. 

Mr. and Mrs. Mortimer Scott left 
Wednesday fw a short visit in Lexing- 



Mrs Rachel Austin, 
Henry and daughter, 
I returned from several 



and 



Mrs S. B. 
Ella, have 
itha virikin 



Miss Bessie Singleton is now engag- 
ed in teaching the schoel at Bryants- 
villa. 

Mrs. Sadie Chwrs Davis and daugh- 
ter of Florida i^.huovlritii« rela- 
tives, 

Mrs. Jqe pintefnipK af i3avington is 
here visitinir iMT daaidiiw; Mra. N. 

Miller. 

Col Bennett Young of Louisville was 
a goeat of Mr. and Mra. Vrei P. Frisbie 
M(Miday. 

Mr. and Mrs. V. A. Lear and child- 
ren attended the ^Lexington fair 



are 
Or- 



Martha and Helen Gill 
guests of Mrs. Cb«naalt at Crab 
chard springs. 

Miss Mae Anna Lee and Mastor Al- 
bert Burns of Paria have bean visiting 

Mrs. Oiiie Tapp. 

Mrs. Jennie Scott and niece Miss 
Jeaaia Cos tafk D na day fisr a two week 
stay in Qncinnati. 

Miss Kathleen Walter will be the 
guest of Miss Mae Elenor Mast at Crab 



Mrs. Thomas Roice and daughters of 
Decater 111. were with Mrs. A. F. 
this week. 



this wc 
npsain 



Yantia eaa letomed to 
her home in Indianaplsa after a visit to 

Lancaster relatives. 

Mrs. Elbert Smith and children of 
Jellico are here for a visit to Senator 
and Mrs. George T. Farris. 

Mrs. Erastus Bowles and two little 
chUdrsn of Paris have been visiting in 



Mrs. Lizzie Denny has returned af- 
ter a visit .of several weeks to Mr. and 
Mm. Msphsa Wakarof apper Gar- 
raid. 

Mr. and Mrs. Hogan Ballard and 
Miss Marguerite Kinnaird were at 
Crab OariMad fMd^r aiglit fbr the 

dance. 

Miss Jessie Powell left Saturday for 
her home at Hustonville after a two 
weeks visit toheraaaria Miaa Katie 

Simpson. 

Dr. O'BanooD of Stanford and Mr. 
JanMa O^Baaaea ef GnaanMa, Miss- 
issippi visited their^Had* Ml* J. K. 

West last Friday. 

R. Zimmer, Dr. Charles Zimmer, 
James W. Smitii and A. T. Anderson 
boarded the last Sunday manias ex- 
cursion for CindnnatL 

Misaes Gertivde and Sarah Richard- 
son have returned to their home at 
Junction City after a atljr with Mr. 
and Mm J. fc IWfkiiasa. 

Jfias Kathleen Haalej letqmsil to 

her home in Nicholasviile Monday af- 
ter -a visit of several days to her 
f rieat Htoa Mimria BMwa. 

Mrs. William Anderson and children 
of Birmjaghfrn, Alabama are with her 
parsals Mi^ and Mia. J. B. Kemper 
for aitagr ^ aavsral waaka. 

Mrs. George M. Patterson and daugh- 
ter Mias Grace Helen Patteiaen have 



Mr. and Mrs. Wood Bumside and 
sister Alice Rigney were visitors at 
the Lesii«ton fair Wedneaday. 

Mr. Jim EQlton has retomed to his 
home in Middlesboro. after a pleascnt 
visit to his sister, Mrs. Malcom House. 

Mrs. Maurice Thompson entertained 
quite a aaaiber at lav eoantry hmne at 



Miss. Rella Arnold leaves Saturday 
for a stay in the cities of Cincinnati 
IndianqmUs, Chieago^ St Lmria and 

Louisville. 

Mrs. Ethel West Damold has return- 
ed from a protracted visit to Mrs. Dar- 
nold and Miaa' GMtvada Daraold at 

Taylorsville. 

Mrs. Henry Simpson was hostess at 
aa diaborate coursf iBBcheen the 
honor guest being WMJaarie Plawell 

of Hustonville. 

Mrs. W. M. Porter and sister Miss 
Lissie Grimes were guests at a 
sumptuous dinner at the honw of Mrs. 
Breathitt Brown. 

Miss SalHe T. Smitn and Miss Per- 
mealia Robinson of the new Danville 
Pike apeat Saturday and Sunday with 
Mtaa Biarie namafedatMyattaville. 

Dr. Md*Mrs. W. & Elkin of Atlanta 

and Mr. R. L. Elkin left Saturday for 
an eating to .Atlantic City Old Point 
Ooarfortand o^er. fctarsBMag place: 

Mrs. D. D. Geiger has returned to 
her home in Huntington. West Virginia 
after a short visit ta her ^ters, Mes- 
damoaB. F. BadMP^adlT. a Big 
nay. 



theSoath. 

MLd Mary Doty and brother Alex 
Doty and George Barkley Walker left 
Monday for a vkittoMr. smI Mrs. 
William Dolgr alWiaabH% SaattOmo- 

lina. 

Mrs. J. B. Soper entertained at a 6 
o'dock dinner on Tuesday evening in 
honor of Misses Susie Craig of Shelby- 
ville and Kathleen Hanley of Nicholas- 
villa. 

Miss Katie Simpson gave a hoice 
course luncheon Saturday morning 
from nine to eleven in hsMr of her re- 
cent visitor MIh Jaarfe PmpsI of 

Hustonville. 

J. Bradford Jennings of Pecos, 
Texas was here for a few days visit 

before goinp to New York to purchase 
goods for the large mercantile firm he 
is connected with. 

The following composed a partv who 
motored to the Lexington fair Wednes- 
day, Louis Tindnrand sisteia Wai^ 
Delia and Fannie. lOsBsa Fsaais West 

and Mary Elmore. 

Miss Susie Craig who has been visit- 
ing Misses Minnie and Bessie Brown 
leavea Saturday for a visit to Lexing- 
ton relatives befbte retoming to her 
home in Shelbyville. 

Misses Helen and Martha Gill enter- 
tained, at "500" at their home Satur- 
day afternoon. A dainty and well ap- 
pointed mena added greatly to the 
aftei 



Miss Franky Kauffman left Wednes- 
day to visit her cousin Miss Van Green- 
leaf in Richmond, and fron fliere she 
will go to Columbus, Ohio, to make a 
visit to hor sister Mrs. John Shackel- 
ford. 



Miss Mamie Stormes Dunn was a 
charming young hostess Tuesday even- 
ing to a number of her friends. The 
beautiful and spacious yard was flhmd- 
nated with Japanese lanterns and the 
dainty lunche<Hi served made the occa- 
sion a very pleasant 



A family picnic was held in the yard 
which was illuminated with Japanese 
lanterns on Thursday nii^t at the hos 
pitable home of Mr. and Mrs. U. D. 
Simpson. The guest of honor was 
their cousin. Mias Jessie Powell of 
Haatonville. A 



Misses Joaa and Margarite Mount, 
Edna and Mmrtfw Kavanaugh, Lettie 
Mae McRoberti aad AUIe Taatis were 

entertained at hinchucn, Wednesday 
at the beaatlfW colsaial home of Miss 
Kathleen Water in honor of h e r g aes t a 

Miss Mary Burton of Louisville and 
Mias Mae Elenor Mast, of Little Rock. 



CaAs Reeoid:— PMf. D. H 

who has been in Chicago 
special two months course, 
Caifa laat Satardar aad 

Bridges and D. Warren, Jr 



taking a 
reached 
Mrs. 

who have 



been visiting Mrs. Bridges mother, Mrs. 
M. H. Jagoe. They left y ea terdsy for 
Richmond, Ky., where Mr. Bridges was 
elected some time ago as the superin- 
tmdeat of tka ciadadariwil «d *at 
plaee. 



In fighting to keep the blood pure 
the white corpuscles attack disease 
germs Mko tlgsia. Art offesa jg nw m 
multildy so fast the little fighlsn are 
Then see pimple^ 



and strength and appetite 
condition demands Electric 
regulate steimach, Hver a 

and to expel poisons from 



fail. This 
Bitters to 
■d kkbeys 

the blood. 



Master WiUie Lane, who has been 
quite ill. is conv a le s ce n t. 

Recleaned Seed Rye and Seod Wksal 

for sale. Hndson & Hnghes. 

Mias Nancy Mae Ison is visiting her 



Ifmu 



am 



Miss Williams of Louisville M tiha 
guest of Mesdames Lane and Walton. 

Mr. and Mrs. H. S. Christopher are 
visiting la LaaiaglM aad aUsiiflag Ike 

Fair. 

Born to the wife of Mr. Frank Wells 
on the 30 aM; aasa flkrislkisd Ital 

Elliott. 

William Christopher and daughter 
week. 

MiH Alice Scott has been dwaen as- 
sistant teadier ia tiie Bryantsville pub- 
lic school. 

Otis Blakemanand wife of Jessamine 
were with the family of Mr. Calvin 
BlakeiMm a part of Isat waak. 

Mr. John Nickols. wife and two 
daughters of Mercer County were the 



J 



Tom Skinner has been elected princi- 
pal of the Graded school at Petersburg 
Ky. Ma TCdMsd fttvas tteae Salavday 

night. 

Mr. and aU'J. W. Proctor. Mr. 
Atwaod Pkoetsr and family all «d 

cer county spent Mtmttff aMi 
Scott and family. 

Mrs. Miles of Nicholasviile Mesdame 
Adkinson of OklahsaM aad Will Hamil- 
ton of Lancaster were visiting their 
aunt Mrs. James Christopher. 

set the world to talkiug, but Paul 
Mathulka, of Buffalo, N. Y. says he 
always KEEPS AT HOME the King of 

all Laxatives — Dr. King's New Life 
Pills— and that they're a blessing to all 
his family. Cure constipation, head- 
ache, indigestion, dyspepsia. Only 25c 
at R. E. .McRoberts & Son. Im 



Stfe Of iudABA Stock. 

I will offer for sale on Wednesday 
August 23, 1911 the farm on which I 
Hva, eno ade Soatii of BryantavOle 
adjoining the Camp Dick Robinson land 
with a frontage of half a mile on the 
Leaiagton pike eight miles from Lan- 
caster and Danville, consisting ed three 
hundred and thirtyfive acres. 

ABad aaid laadhaahasBfai bine grass 
for several years except forty five 
acres, most of which is in tobacco and 
hemp. The entire farm is excellent 
tobacco and hemp land. The place is 
well watered by four living springs 
which will a£Ford water for aagf HMaat 
of stodi. alao onepead. 

The nudn wsHea ea oa tte Lexington 
pike is a two storj frame nine room 
dwelling with all noesMSqr out building 
including a new stodt barn 4latP wMi 
a mule shed 60x20 and a nice young 
orchard. It also has a seven room 



AataMaaakaearilydMA. 



located aa 
ed. 

I wBlalBaeAsra 

red and forty two acres, most of which 
is in blue grass, with a seven acre to- 



"They are the best blood purifier," 
writes C. T. Bndahn. of Tracy, Calif., 
"I have ever found." They make 
rich, red blood, strong nerves and 
build up vour health. Try timm. 50c 
at R. £. McBobarta A 8m. l-m 



ias> This land raises fine hemp and 
tobacco and is well watered. Said 
land is one half asHe ftnas 9mmm aa 
the Mt. Hsbmm pike. 

LIVE STOCK. 

At the same time I will offer aqr Ive 
stock eonsisting of 6 good brood mares; 

1 four year old large brown team; 1 
five year old bay gelding, good driver; 

2 nice two-year old geldings broken to 
drive; 2 nice yearling fillies; 3 yearling 
ami e s ; S aiee male cote; 1 nine year 
old saddle pony mare well broken for 
children; 2 filly ponies, conuning 3 and 
4yaHaold. broken; t ksrae 
ing 5 and 6, broken; 1 ye 
pony and one horse pony colt. 

lUs is an Ksntathy aleck of 
breeding, bred and raised by me on the 
farm. 42 extra nice 850 to 900 lb steers 
quality good; 90 fat heifers filpm 780 to 
9001t»s, in carload lots; 165 stock ewes, 
i^es good; also some farming imple- 
ments, ^e will begin at 10 o'fliadE 
sharp. A good lunch for all. 

Terms made known on day of sale. 

M.F.PJS1QM. 

LM.Oaaa.Aaet. 



For Sale. 

upright piano, in good 
prisa|Mk.tll Apply at tMa 



I will sell or exchange for farm, my 
stock of goods at the Shugar Creek 
bridge.. For further information call 
J. W. Wafter. T«4f 

Turner and Car 
good things to eat. 



ia the place far 



For Sale- Two mole foot boar bogd 
iVamm. S.C Doaay. 

9-n-aL 



Call 240 for stapiv and 
ies. Chas. Baierlein. 



It 



Dont fail to cone to Opera 
Saturday nii^t. 

Tear account is past doe I need the 
Bsoaey. Please come ia aa 
once. Rella ArnolcL 



Lost:— At the Lancaster fair, a goM 
headed ambwila. Return to this utf.cp 
reward. 



First class cleiining and jirossing at 
the Lancaster Dry Cleaning Co. Phaae 
MA L. W. F aulkner. Mgr. 

Notice. 

City taxes are due and the ixjok ha^ 
been turned over to me for collscHsa. 
Please call and pay your city taxes as 
the city need;} the money. L. £. Her- 
>ea Qty Mmshsl S-ll-M 



Commissioiier's 
Sale Of Land. 



Garrard 
Daa 



et al 

Va. 

.Mary F. Miller, et al Defts. 

Pursnant to a judgement of the Gar- 
rard Circnit Conrt rendered ia the a- 
bova jgte gme at its Jom term 1911. 

Monday. August, 28th. 1911 this day 
being County Court day. between thi- 

hours of eleven o'clock a. m. and t\v. Ur 
o'clock noon, sell at public outcry in 
front of the Court Hcuse door in Lan- 
caster. Kentucky, to the highest aixi 
best bidder the llBawBW md ] 
to-wit; 

Said land is located in Garrard Coun- 
ty. Ky. on the waters of Sugar Creek 
and is bounded on the West by Sugar 
Creek; on the North by the lands of 
John Adams, on the South by the lands 
of Norman Grow aad oa the Neeth by 
the lands of Jaasaa Saadssa aad trm 
tains shsat 17 acasa. msae or leaa. 

Said sale wiU be en a ctc^t of six 
and twelve months time. Purchaser 
will be re q ui r ed to give bond with ap- 
proved security, said bonds bearirg 6 
per cent interest from date of sale un- 
til paid and having the force and etf . t 
of a judgement upon which execuliun 
may issne. if not paid at maturit>. 
Lien retained on the lanil to secure the 
of the purchase money. 

J. A Amoa.M. C G. C C. 



blbMiCMirflltftM 

f«lk£aMnftilDCtiC Urn- 



In the aMMVafOv^ 

Bankrupt. 

Oathis20thday flflaly A. D.. 1911. 
on considering the petition of the afore- 
Makrupt for discharge, filed oa 
Ml day of July A. D.. 1911. H is 
ordered by the court that a hearing be 
had upon the same on the 22nd day of 
Aa g a at A. Dl. Ml. b s fci e said conrt 
at Covington in said district at lu 
o'clock, in the forenoon, or 



f be published one time in The 
Record, a newspaper printed in 

and other persons in interest may ap- 
pear at 'said time and place and show 
cause, if any they have, why the prayer 
tff'Vud petitioner should not be granted. 

^IftnSUS the Honorable A. M. J. 
uCochraa, Judfls of said Court, and the 
seal thereof, at Covington ha said dis- 
trict, on. the 20th day of July A. D. 



J. W. 



Cleiik. 



'0^ 




— -r . 



V. 



\ 



B. F. HUI>SON, Piesident. .T. S. JOHNSON. Vice Preat. 
OMGANUfSD X883, — . 

Citizens National Bank 

OF LANCASTER, KY. 
CAPi rAL, $50,000. SURPLUS $30,000. 

\V. F. CHAMP. Cashier. 
W. O. BiCNEY. Ass't Caah'r. J. J. Walker, Jr., Book-Keeper. 




Business Solicited. 



Prompt Attention. 



J. ^. Minsoii. R. F. II.j.!so!i, J. J. Walker. T. M. Arnold, Alex Gibbk 

Lowis I., '.'■"ri'k. i-. ('. A Arnold, Diroct )rs. 



Lancaster Colored Fair 

AUGUST Utb and 12th, 1911. 



GeoKge MocaB» Fries. 



James B. WiUiams, Sec. 



WE HAVE PLEN- 
TY or CASH 

to meet all checks on 
this bank witho.it de- 
lay. Thc. Gakrard Bank 
9l Tkost Co., csnies tt 
Iarj«er cash reserve than 
tlie bankin;4 laws call 
for. It is therefore al- 
ways in a position to 
make prompt cash loan* 
to depositors on acceptaWe St curity. If ^ .i have no ac- 
count tbea this fact may make it wortli yuui while lo open 
one. 

The Garrard Bank & Trust Company. 




and Better Than Ever 
NINTH ANNUAL 




soiucky 





SEPTEMBER 11, 12, 13, 14, 15, 16, 1911. 

I'LL BE THEiiK i WHJLL YOU? 



THRILLING FRI:E ACTS DAILY — 

- — RACING - - UVE STOCK SHOV/ — 
FINE HORSES - - GOOD MUSIC — 

C LEAN MIDVvVvY - EDUCATION — 

-HEAD-ON COLLJSIOi; SATUKDAY- 



.MOKE CLASSES AND LAHGEIl I'ilEMIUjla iilAN liViiK 

l ur iiifurnuiiiun ur cu\tal^ue write lo 

PBKRY Bft. SHY. GccisUiiy, 
No. 320 Paul Jones Building 




SPECIAL EXCURSION 

CINCINNATI AND RETURN 
S«a4ay. Aug 1 3th. 



QUEEH&CJESC-em 





Leaves Junction City 5:56 a.m. 

ASK TICKET AGENTS FOR PARTICULARS. 




UDOi^ai ON, KENTUCKY 



AIIGUST7,8,PJ0,11,12| 

J ^ —^m ^ciys and Nights— 6 11 

i| U.S. }wlarineBand, Daily Concerts h 

I Aiircplane Flights Daily by J. A. D.McCurdy ^ 



5 Greatest CcIrSIiow Id llie World 

S Hme OJia- R: J> S«ddle Hor^c Suke« 

l)4f 



$25,000 

IN PREMIUMS V 

Best cf all Aaicriai Ihne Sbws 

I Display of Every Qast 
cf Live Stock 



HERBERT A. EINE CARNIVAL COMPANY 



BOM 



B 



JOOEIT SttOUSE, Sec*;, Itm^ tj- 8 



.-jpafc below this hearting Is for the exclu- 
sive list; ipf our fariiu r siitiscribers. iind is for 
the srtle of stock. gr;ilii iiii'i Jiuh t!iii!?s on 
'.irn-i lis the farmer cniiiiot afford to ndver- 
{\^<-. No notice will be Kcco|jted over four 
iiiH-. Mild will lie only la '.WO lames of the 
llEccKO, free of uhaiice 



Fon Sale One pfood ynrlip.,': BuW. 
■I. H. Thom[(.K<)n. l'rcfith< r=-vil!o. Kv. 

llt'cloaned Seed Kye and S-jed Wheat 
for sale. Hodson ft Hughes. 

James G. Coon sold to Jesse Fox 7, 
200 poond bogs «t: 6i cts per lb, 

Vou. Sals— A few ReKi.sti-red .lersi-y 
l>«>:i»"s. Jjiy M. Denny. 

W. A. Arnold bought a nice combin- 
ed si.\ year old mare of Robert Lon<i 

for fan. 

Mr. Alex West sold a pair of mules 
to Ben Bright of Boyle ooonty for 
1375. 



^TAUM 

Cured by the Man-el oRhe CoMry, 
B.B.-Tcitodfir,30Ycm. 



B. 



For SALE:-Three puie \n\-i\ year- 
ling South-down bucks and forty young 
ew.s All pure breds. J. F. Kobinson 

Lost While bear .-^kin cloak between 
Paint Lick anil Lancaster. Please re- 
turn to Oacar Boyle. 



Thomas Rankin purchased at Rich- 
mond court, seven mules aged 4 to 7 
years at an average of ?175. per head. 

Lost HouND:-Yellow spot, name on 
collar; J. M. R Reward if returned to 
J. M. Broaddus, Phone SK-G. 

W. B. Hurton bought at Richmond 
court a pair of raules for $450, a mule 
for $162.50 and a harness horse foi- 
$150. 



For Sam: lO , frotn 2 to 4 years 
old. Alsol bull calf ready f»r service, 
subject to regbter. H. C. Arnol.l. 

Hyattsville, Ky. 

For Sale -ninety good young Ewes 
and eight goo«l Bttcks. J. F. Thomp- 
son R.F.D. No 4 Stanaord Ky. PlK»e 

362.8. 



Hawking, 3i)!tting. foul breath, dis- 
charges of yellow matter permanently 
cured with pure botanical ingredients. 

To prove it we will send yon a a»mfie 
treatment free. 

Catarrh is not only dangerous but it 

causes ulcerations, death and decay of 

bones, kills ambition, often causes loss 

of r.ppetite and reaches to gene ral dc- 
biiity, idiocy and in.sanity. It needs 
att-ntion at once. Cure it by taking 
Botanic Bio^.d Balm fB. B. B.) It if a 
quick, radical, pormanont cure becau.se 
it rids the system of i!ie poison germs 
that cause catarrh. At * !:e same tinie 
Blood Balm (B B. B.) purilie.s the 
lil'x.d, d'ji s ;nv,iy v, ith every syniplt>m 
of catarrh. B. B. B. sends a tingling 
flood of warm, rich, ynm blood direct 
tu till i)aralyzt d tie:-, es, and parts af- 
IVcled by catarrhal poison, giving 
warmth and strength just where it is 

needed and in tliis v. ::y making a p'er- 
lect, ia>liiig cliiv ot catarrh lu ail its 
.forms. Druggists or by express, ^1 
[ler lar^c IxiUh-. with directions for 
fiome cure. .Saiiipii. ienl free I'y wiiL- 
ing blooU Baini Co., Atlanta, Ua. Ue- 
scijoe iour trouuie una tree medical 
auvice given. boiU by J*'. P. i* riabie. Im 



RUNNING RACES WILL BE GIVEN 
ON EACH OF TME SIX DAYS 
OF BLUE GRASS FAIR. 



An Ordinance. 

An Orfnaocc ProTiding For Sale Of 
Telephone fiMdHeli The Glf 
or LMCMkr Canri CmhI^ 
SMetrKentocky. 



Commissioner' s 
Sale CMLand 

\RRAKD Catcvn Covar. 

James 1. Hamilton. . ..Jtff. 




J 



Tb- C'iiy fiiu icil of the city of I.ar 
ca.^t' r. Carra.d Cou.ity, State of Jier 
tucky, do ordain as follows: 

Sec. 1. That there is hereby craated 
and established a franchise or privilege 
to erect, operate ami maintain a tele- 
phone excnange embracing central of- 
lice apparatus, telephotie poles, fixtur- 
es, cables and wir^-s al >ng, through, 
over and under tht .<?t reets, sidewalks 

i and alleys (if the sMid c;t\ of Lanca ; 

j r, Ky. 

j Sec. 2. Til'.' said fn.nehise or privil- 
'I'jyi' shall i-Datiiiue lur the |>eri..u "i 
t wenty years Irom and after the time 
the same shall t^ike effect. 

Sec 'A. Said poles, fixtures, cables 
and wires shall be erected and main- 
tained in a substantial and workman- 
like manner; saitl |>oles shall be neatly 
painted and shall b«- so located an not 
to Jnterfear with thf legitimate < nter- 
aiue to any adjacent private proiK-rty. 
nor to obstruct thi- free use of said 
sire<,'t.-, sidewalks a i l alleys for the 
pir/posi's of publi.,- irav. !. 
>< c. 4. Ihe purcha: I 1- of saU fran- 



VS 



Lurinda Raine.<;. 

! Pursumt to a 
rani Cirt uil ( 



D.ft. 

i id<n t-:!! of tlif (jar- 
lUi'i I.; :, t 1 ji the 
above aiyied raiisf at it^ .June term 
U)ll, the under signcl c«>nimjssi(iiu r 
will on Mor.day. August l-iii. 1911, 
this day U ing t'ounty ( ourt day. be- 
tween thehouis of e!i ven <»'cloek a. m. 
and twelve o'clock noon, .sell at pub- 
lic outcry in front of the Court House 
d-MU- in Laocitster, Kentucky, to the 
highest and best bidder the foHowiBg 
real property to-wit;- 

'^:)i(l 'ai.il i • located in (iarrard Coun- 
ty, ky, on tiie watfr;- of Sugar ( reek 
anil is oouiideil as follows;- Hftrinniiig 
at a point in the iniilille of Sufr:ii Cr . k 
and ilt. Hi l>i on (!i. t n.iid. cir . 
Mt. Hel.ron en ircii lot a.ad W. 1*. Nei- 
3f)n ai:d in iim to A. It. Dean; thence 
with said Dt an K passing afore 
anil at't br-.-eh at chains, in all 

4"..^1 chains lo a stake Jift. t ast of a 
beech stump, corner to T. W. Thomp- 
son.; with said Tom()son S 4^ W pass- 
ing his corner at chains (a Stoae 
at the North e;l;r • of the before men- 



Gotothe 
the BEST WORK 

We have tho <.iily .Sit;,iii 
iUzer in town for Mas«4|^. 
mSichoMMMi St. 

NCNRy DUNCAiN 



Ster- 



Jersey Bull 

Heni) %on mil 



1 1 r . 



J. W. SWEENEY. 



Each D.iy Will Witness a Cup Race 
Open to AH MeTlJcrs of the Gen- 
tlemen's Driving Club eff 
Lexington. 



I have for sale some nice young cows 
fresh, gentle and good milkers, al-o 
some 100 pound duroc boars, good ones. 

J. W. Elmore. 

We have reclean. d seed rye and seed 
wheat for sale. It wiil j.ay you to see 
it before you buy. Hudson & Hughes 
Lancaster, Ky. Phone 26. 

Ia!>ies I. Hamilton boutrht of Frank 
iJoss a trait of land in the -'Cat Hole" 
section containing 86 acres for $72.50 
IKT acre and sold it to John N. White 

for $75.00 per acre. 



An excelleat speed program ba£ 
been arranged for the Dine Grass fair 
which will be held at Lexington thc 
week of August 7th to 121h. On each 
of the si.x days v. i'i tiv. n rinniaj; 
races and on Mo'iiImV, 'I'ucs.;;^ y. Weij 
nrsilay, Thnrsrir.y and l-'ri.'l.-y ir.trt 
Will be races fur light htirness horses 
as well. On each of these days will 
bo witnessed a e\!/ ra< e o; "n to :iK''a 
bci's r.t the Cejith - .on's I'vlvi-r^ ehd 
of Lo\iat.:i(Mi aii>! y:\i<' i i ; li • s -vi i-a) 
races lor which nic notary 



clii.->c or privii'rg-.'. 'lis .suttcs.-^ors or as- 
signs .-.hail pron;i)lly ivplace all pavi.ig 
and inacadaiaiziiig that m.iv U- distur- 
Ini! In .said jmrchasi r in netting said 
poK-.-', and - lu.ll al ..-aid purchaser. s own 
e.xpel'.sc remove all dirt and debi'ies 
that may a.ri-f in ni.iki!;;; e.\v:avatii;ns 
fur that p'i> i)o.v a.'id sliail ivmove all 
foliage and limbs taken from tives and 
all kinds of fabrics while in ruiining or 
repairing lines. All work of setting 
poles shall Im« done under the sup<.'rvi- 
aion of the stivet committee and it 
shall be the duty of said committee to 
see that the provi:-ioi:.s of thin onlinan- 
ce are faithfully complied with. 

Sec. 5 Tu.? city >•{ Lancaster shall 
have the right to place, maintain and 
o|>erate its rir.' and iiolicf wiivs up >ii 
poles of said purchaser (within corji' r- 
al.' lin-.it ■ <>f sa^d city* fn-f of chaig.-. 
provld il said wires siiaii be su local -d 
upon said pol. i in .such a way as not i > 
interfere with the v. iii s of ' said pur- 
chaser. The purchasi'i- agree-, to fur 
nish, free <if chai/e to the City of 
Lanc;i.-,te!-, tiltee loiig dictiiiu-e tele- 
]/hones .vith nietalic circuits, to be 
placed will re directed by wid city 
witliu: sail! ciT".'. 

Sec. (•. ii .li'i.er >aitl exchang is es- 
tablisheil, s:.i<i pi;;'. i:;!si r. his .succe^s- 
oi-s or assigns, sha' 



'">L.«i!i-JO chains; thence 
2id road S IM W 7 
bank on South 



^^■^sai 



Col. Joe Embry declares the mule 
show at the I.,ancaster fair was the best 
lie !•;>.(] >. en in n;a.n_\ years. He is an 
expert judge of mules and belives the 
breed is improving wmiderfully in Cen- 
tral Kentucky. -Climax. 

TVktf Years Together. 

Thirty years of as.sociation-think of it. 
How the merit of a good thing stands 
out in that time- or the worthlessness 
of a bad one. So thers's no guess work 
in this evidenct! of Thos. Ariss, Con- 
cord, Mich., who writes: ''I hav.e used 
Dr. King's New Discovery lor 30 
years, and its the best caugh and cold 
cure I ever used." Once it finds en- 
trance in a home you can't pry it out. 
Many families have used it forty yt ars. 
It s the most infallible throat and lung 
medicine on earth. Unequaled for la- 
gripiie, asthma, hay-fever, croup, 
quinsy or sore lungs. Price 50c, $1.00 
Trial bottle free. Guaranteed by R. E. 

McRoberts A Son. 1-m 

— 

A s|iecial train of eighteen cars left 
here Friday morning loaded with 237 
head of fat cattle, sold by W. J. & B. 
A. Thomas, of this county, to Sinietjii 
Weil, the agent of Nelson, Norris & 
Co., of Chiei^, at 61 cents. The cat- 
tle averaged 1,.")00 jjounds. Six car- 
loads of the best are consigned to New 
York; the other twelve will be er.port- 
ed to England. This is the h i-gest 
shipment of beef cattle ever made 
from Shelby eoonty.— Shelby Sentfaiel, 



offered. 

1h < i':16 trot is sche^luled for the 
nil rn. ou of Monday, Au^tust 7th; the 
t ■ ;;■>! ; r-cid trot ior Tui -'!ay atter- 
U'H.n: the pace fur Wi (l;e sday ; 

the thiee-ye.ir-old trot for Tliurstlay, 
and the 2:22 trot for Friday, lu both 
the 2:16 trot and the two-year old trot 
at the Blue Crass fair last ye.Tr nev.- 
rcecrds for the i-oason were set 
1 here is every reason (o believe that 
these events will be equally interest- 
ing in the contests which they o^er 
this ye;r au<l will piobably hrii;g to- 
gether a Kj i-ier lit! , . er ot hot ses. 

l)i<- I. c'it arr.n ;ive teaiuie in ilip 
mailer cf ruunii:^' races will Lo a si>e- 
cial race for gentlemen riders, which 
bas been gotten up at the request of 
iTtembcrs of the Lexington Polo club. 
Ill this club are l..in:j developid a 
ui'.iubcr of expert horsetneu and ilu 
Gentlemen's Cup race will bring to- 
gflher eiv'ht or ten of theso, mcuuted 
on some of tho best tlicroii'-:lib[ct's to 
he found in Central Kenri i:y. 'Ihis 
l ai e will be put on .MonUiiy atternoo!i, 
111 ■ opening day of the fair, and is cc.-- 
tain to prove one of the most at i: ac- 
tive features witnessed duriug the 
weCik- 

THE POULTilY SHOW 

Tho poultry shnw at the Clue Grass 



to perform ail 
term.s and coiiditions of this ordinance, 
.-.aid City Council may. after giving 
prizes are . said purchaser, liis successor or assigns 



I reasonabfe notice of such failure, and 

such failure is not rcmetlied, revek«' all 
' rights af^d piiviieges hen'in grant* d. 



-. v.-ii.> 
iiii.> on; 



ani! appuri.- 
iaiici- to bl- 



and cause all 
tiis erected umIci 
removed. 

Sec. 7. Nothing in this 
shall !■. cut -lii:e l <o as lo 
pi.ni'aser. it~ successors or 
a' y e.x- lu.-~i VI- i i..;ht to the 

. nte.! Ii: ctieii I. 

S.-c. K. Withi'i ten davs after 



tins or- : J»urehaser will be required to give bond 
ivor to ^"'l- ' "I'l?'^^''*' security, said bonds 

vertise in the Central Record, the 



ap]iro\ai iiiid pnli!i.-:;ti<)n of 
dinance. it sha'I l.>e t' • duly 
City Council through i^s Maj or to ad 

only 

new-paiH^r published in the City of 
LancH.;ter. Kv.. and having a general 
circulation therein, for two const ei:- 
tive Weeks, that bids will received at 

f ublic outcry lor the before-mentioin ! 
ranchisc or p'l i\ i!eg>-. and said Ma, 
shall accordii.'C to . luh advertisenu r.ts 
receive such l iils. ;i- d rejMir! same to i 
said City Counci: at its r.e\t ieeu^u 
n.'eil'ng. a:ids;t(lCity ("ouih i' --riali a .-' 
ard sue 1 ir iii.hi e (jI irivilct'e to tie 

. c vi r , 
Saiil ! 



tioned road) 

\vilh tht» r-'c^i 
chains Co a _ ^ 

sule of read, iSl^r to S. P. Sheai«l( 
thence with Shearer, falling into and I 
with said road S 76| W 4.4A chains N 
7rtJ W 1.40 chains to a iH)int in the! 
middle of sakl road and corner to ^ame; I 
thence leaving road and with his linei 
S 9| W 38.40 chain.-, to a point in the ■ 
North edge of brnnch. eonu r to same 
and in line tofiiiheit funur: thence 
up said branch w ith its n-.eaniiers and 
with saidTiiinei \ ,i \\ 4 chains S\ 
«!21 W •"> ch.iiti.-. lo Ji jioir,: f. et \Ve.-t 
of a \our-4 ci.T, X :5I VV > chains .V 
7'.! W 1:12 chains .V !2 W :;. i.") chains to 
a lii.icis walnut i,-i - hi m i,.,nk X lHj 
VV :;.N, chain.-; .\ 2: j W ;5 chair.s N Tjit 
W. chaii - X 4.-. W 3.6B chains 

N •{.;« W 3.»>1 chains N 84 E. b9 
links to a point on N(Hth baidc ©f 
the brauich (old call a stone) ctHTier 
to said Tomer and Tom Montgomery; 
thence up a drain with sara Mont- 
gonu ry N 42J E 4.75 chains N 87 E 
li. '.l chain N 48} E 2 chains N 37 E 4 
chains N 19 E passing cofner to said 
Montgomery ami William Shearer ;.t 
4.51 chains m all (.41 chains to a point 
in the bef-ir. r- . . t;,,]:,.,] ,ii,-t road; 
thence with t:.e rr lidie and meamiers 
of said road N tw< W 7.tU ciiau.M X loj 
W 7 chains N W I;t.l^■^ to l eginn- 
ii.g containing- 122. .»-■. .-u 

Iliis ^-u!e is for th'- t-iii po^v of satisfy- 
ing a d. i)t to .lames I Hamilton of^:i52. 
r.) with inter, t at per cent from 
•May 2tith l!to*> to date of sale, princi- 
pal and mteii st amounting lo §;;9S).7."5 
and the cost of this .'iction approximat- 
ing ^;7ii.!Hi; debt and costs amounting to 

.$i7(;.6:}. 

The lamLwiil l>e sold as a whole or a 
less numlier of acres if the same b 
a.ssigns. I .sutficient to pay the debt interest* aad 
privilege , j.„sts. 

Terms;-Said sale will be made on a 
credit of six and twelve months time. 



K« Oenny , 
DENTIST 



tw il l J . 



M. O. PATRICK* 

Uentist. 

All W'irli Cuaranteeft. 

Kantuck' 



Paint Lick. 

ll-l»4f. 



DU.AViii.lilll^Eri 
Pbysicw 



over Logan's atoiir. 
RealdeMe PiMme TS. 



Call and see us for a gotxl 
Hair Cut and Clean Shave 
TiK (hty Twt Wyie Barken k Um, 

SMtlie tall si^'ti, N< rthaMt«4 



I'll 



ire. 



M 



H.O USE 



franchi.-,e 

liiVe till 



thi 
or- 



■ riv 1,1-^:1 ■ 
sulije> t 



hi.'V.es i-nd bist bidder, 
t j ' iu' ..p;.ri.val<.-!'saiilCity Co 
ad . •■rl'.- -iiienl shall rest-arve ti.e light 
ol' tlie ( iiy Council lo reject an\, and 
'all l id.-. '1 he I i;' I-'r to whom siich 
jfianclii.-e Ol- priviii ,;, <h: \< be av.-.ii'ded 
I shall pay the an onnt of such I 'd in 
cash, or by duly t-ertilied check, to the 
I treasiaer of said City of Lancaster, 
Ky., within ten daj's after said fran- 
chise is awarded. 

Sec 9. The CounciF reserves the 
right to fix the maximum rates ffM* all 



bearing six per cent mterest from date 
of sale until paid and having the force 
and effect of a judgment upon which 
execution may i-sii • if not paid at ma- 
purity. .\ lien is retained on IimI to 
secure the purchase money. 

J. A. AMON. M. C. & a C. 



Commissioner's 
Sale Of Land 



J. Ce RobinMn, 

Ul YEI mt CM'NTY AHOINIiY. 

Will Practice in all State Courts and 

U. S. Dtalrict ONVt. 
Ofllee over Mist Obart. 



Lancaster 

Dry Cleaning Co 

Cleaaisf mmd IVnaiBg ]a« 

diet amI Men't Garme«U. 

Pbofie 319. Put.bf .•s.p iire. 

b. W. Faulkner, ^\gr. 



»«.m to iJ. J V 



Phone fi.". 



.\ugtTst 7th to t2ili. i telephone service; and before the fran- 



•eatiire of outstand- 
^ ehi-;si/;eation eni- 
diiforrnf classes 



fair the woek of 

is e.-^ii.:; to be a 
ill!-' impori.iix e. 
bodying pri-es for 

of pou'.iry and pigaons has been open- i 
cd and every Intiication |)oiat& to a ! 

record-bre;il,-iii^- - Mr. y. n. ' 

Lane, of Sii . l.ii: :. i.i i., ccuseiir-l p). This orduiance shall Uke 

ed to ja:l: e III " iK uiiry. Dr. C. \V. i eifecl and be in full force fwmi and af- 
Trapp. of Le.-.i:i-:ou, will Judge the 1 tcr its passage. 



' there>jf siuill 

ing rales ar d toe tie: 
I til'- rates as thus I'Xed sli 
I and the rates may be re-; 

arrans'ed by agrcinent i. 
; anv lime. 

l^eC. lit. 



into effect the purchaser 
enter mto a wnti. l' fix- 

ii *.i.iitt;i-;ue, 
\> d a':d ii - 
Wiiline" at 



CURED TO STAY CURED. 
How Lancaster Citizens Can Find Com- 
plete FreedMi FrMiLMiaey Tmbki. 

If you suffer from backache — 
From urinary disorders— 
P^twn any disease of the kidneys, 
I5e cured to stay cured. 
Doan's Kidney Pills^ make lasting 
cures. 

Grateful people testify. 

Here's one case of it: 

James J. Hfll, High St, Nicholas- 
ville, Ky.. says: "some time ago my 
back ached severely and I felt weary 
and restless. Pains frequently darted 
through my kidneys and were so si vere 
that I found it difiicult to stoop or 
straighten. I was also troubled by an 
annoying weakness of the kidneys. 
The kidney secretions were highly col- 
ored and contained sediment I was 
always on the lookout for a remedy 
that would give me relief, and tinally I 
heard about Doan's Kidney Pills. 1 
procured a box and shortly after be- 
ginning their use, I found that they 
were helping me. The improvement 
continued as I kept taking them and it 
was not long before tlie troaUe was 
entirely removed." (Statement gl'.'en 
May 15tb, 1906.) 

A LASTING EPfECT. 

On March 2, 1008, Mr. Hill said: 
"The benefit I derived from the use of 
Doan's Kidnej Fille five yoars ago has 
I been permanent. I g^adllf ete^rm my 
previous statement." 

For sale by all dealers. Price ^ 
cents. Foster-Milburn Co., Bv^ '\ 
New York, sole agents for the U: J 
States. 

Remember the name— Doan's—^,.^ 
take no other. 



pi j; eons. TIu^ sh* w Is being managed 
by men who ha\c been prominent in 
Blue Gi-ass Pouiiiy r.ssceiatlon, who 
are thoi.ujil'fy iu touch with poultry 
conditions ilii(.i:L-':cut the south and 
wh\) feel su:e ol ijcinj; able to bring 
to the Blue Grat^ fair such an entry 
list as win make a most creditable and 
desirable show. 



WOMAI^'S DEPARTMENT. 



The Woman's 'department of tho 
Blue Grass fair, ^.hich v i!! bo uAil ai 
Le».jugtcn the week of Au^i.^t 7th to 
iL'tli, is more ■'\'i asi\e and impeitaiit 
this year than ever before. The pre 
luium list has been improved and en 
larged and classes are offered which 
cover speciflcall> almost every kind 
of women's work and table lu.xuiy. 
To this departiiu ul is piven up the en- 
tire third floor of thc laige F!o;al hall. 
On the second floor of the building are 
attractive booths utilized by Lexing- 
ton merchants for tl.e display of their 
warts. As for t i*o >ears p,ist, tiie t'lo- 
ral hall will bo under the direction and 
manugeiuent of .Mr. G. Norton Sharpe. 

It promisea to be mmre attractive 
from every standpoint tUs year than 
ever before. 

HALF FARE RATES TO FAIR. 

Do not fall to visit the Blue. Grass 
fair at Lezlagtoii, the week of August 
7th to 12th. One-Jialf faro rales will 
prevail on all railroads in Kentucky 
Ka( h I'.fierii' on, begitming with Tues- 
day, there will be aeroplane flights by 
che world renowned aviator, J. A. D. 
McCurdy. Each aftemocn and eve- 
ning, beginning with Sunday, August 
Cth, tlicre will be ' maguiticeiit baud 
concerts by the renowned U. Ma 
rine band from Wa&biugtou City. 



TOO MUCH LOVB 

Too much love for fun, frolic and 
rich food calMes atoUMch. Uver, kid- 
ney and ncrvoos tronbfes. Other 
remedies help you bat- DENN'S 
SURE, SAFE AND SPEEDY cnres 
you. Our discoverer, ten years a 
miserable sufferer with the above 
troubles, and RHEUMATISM for 
years, was cured in one week. To 
prove our remedy, while they last, 
Kgular size bottles only 25c at...... 

Stonatd Drag Store. 



H. T. Logan Miyror. 
R. W. McRib^rtsCierk. 

Contused Impressions. 

"Of course you k:iow the stoty of 
Winiain Tell," said the serious citi- 
zen. "To tci: you the truth," replied 
Mr. Cumrox, "i in not cleiu* about him. 
I can't exact!;- remember whether 
he was a great marksman or a fainous 
opeva singer." 



Indigestion 

causes heattbuni, sour 

stomach, nervousness, 
nausea, impiire blood, ar.d 
more trouble t!ian many 
different kinds of diseases. 
The food you eat ferments 
ill yoi;r slomach, and the 
poisons it forms are ab- 
sorbed into your wfiole 
system, cai:s«ni? many dis- 
tressing symptoms. At the 
first sign of mdigestimi, try 

TiiedM's" 
Black-Drauglit 

the old, reliable, vegetable 
liver powder, to quickly 
cleanse your system from 
tliese undesirable poisons. 

Mrs. Rilev Laramore, of 
Goodwater, Mo., says : " I 
suffered for years from dyspep- 
sia and heartburn. ThedforcT's 
Ulack-Diaught, in small doses, 
cured my heartburn is a few 
d^s,andnow I can citirtiiwit 
dinnM.** Try it 

Insist on Thedford's 



("..\r:K.\H!) CiRrviT Covrt 

Nowton Sanders, et al PltTs- 

- Va. 

Clayton Sanders, et al . . Deft's 

Pursuant to a judgment of the (Jar- 
rard Circuit Conrt rendered in the a- 
boviastvled cause at its June term IDU 
th^onderMgned commissioner vill on 

MONDAY. Al'Gl ST 2S. V.m. 
this day being County ('our' .dav. !.e- 
twee.i th.- hoa;s of • uven <.'e'i,^K a m. 
am! twelve o'clock noon, .sell at public 
outcry in front of tlie Ci nrt Ilouse 
door in Lancaster. Kentucky, to the! 
highest and bi>3t bidder tiw MIowing , . 
^ real property to-wit; 1 *«ancasier, 

I Said land is located on Back Creek in ' 

I the County of Garrard and the State of ' 




Lincasier, Kf. 



Connty Surveyor. 



F. I. Iltiri < (nriiieii 



— Keutucky. 



Kentucky, 

I ginnii 



and bounded a.i follows; B» - 
t a sti.iie in Walker's line ai 
beech marked as a pointer; thence N:i7' 
W 4.J poles lo a slai,i' in a liranch:the:;ce 
d.»wii the same .S i.*;' \V ;{2 I-') |«)les to! 
a staKe near a .-pn:.^-; ther.ce S 7:U W 
23 poles to a hackberry oa said branch: 
thence N 17 W 2i> jioles to an oak stump 
N8!* E 10 jH.les to a small ash in a drain" 
thenct; with Casey's line to a stake in 
a drain hve yards below a spring be- 
longing to Noel thence to a stake, cor- 
ner tu Sanders; thence S29 £ 94| poK s ; 
to a stake on Walker's line an ash j 
pointer; thence with the same to tlie 1 
begimung, contaming 40 acres. | 

2nd. Tract; In the County of Garrard 
and State of Kentucky on the waters 
(d' Hack Creek ard bounded as follows, 
to wit; Deginiiing at a black ash corner 
to a stake S lid Sanders; tlience a new 
line N4:i \V17 poles to a stake in a head! 
of a hollow; thence down the same 
with its meanders N31J \Vi;5 jndes N48 
\V^8 poles N21 Wll poles N^ W25 
poles to a stake;thence Kii>i W27| poles 
to thc Center of Back Creek; thenc« up 
the same S .SJ W Jix ix)les to a lynn, ' 
corner to Casey; thence with him 3461 
E 32 poles to a large Pine oak; thence 
S44 W62} poles to a white walnut! 
stump on a branch; th«:nce with the 
same S(i4| 1:135 1-5 poles to a sugar tree 
and Lynn; thence N50 ESB'polee to the 
t>es:inning, containing 20 acres and 2i) 
poles. I 

Crd. Tract. Beginning at a stake 
near an ash; thence .\'(iO E.")!) poles to a | 
sugar tree; thence ECJ rwles beech 
on a branch; thence down tho same 
with its mea: fiers NSJ E .37^ poles to a 
stake on said branch; iherce N M ^'12 
pol 'S to a stake S'-'G WltiJ poles to a 
stone, a sugar tree marked as a point- 
er; thence N57 W54 |>oles to a lynn; 
tht nee N69 W41 poles to a double pop- 
lar; thence N 71J W18i poles to a black 
ash, Sander's and Casey s corner; thence 
S 50 W 33 poles to a stone iii Casey's 
field, corner to Wool fork; thence with 
his line S 27 E 94A polea to the begin- 
ning, corner, contaiaiac it aerss, 2 
roods 4Bd 10^ poles. 

The entire rmundry hmg llo' acres; 
2 roods and HH jwles. 

Terms: - Said sale will be on a credit 
of six and twelve months time. Pur- 
chaser will i>e required to give bonds 
with a|)proved security, said bonds 
bearing .>i.x [H-'r cent interest from date 
of sale until paid and having the force 
and effect of a judgement upon which 
ex-='Cution may issue, if not paid at 
maturity; lien is retained on said land 
to secure dM-ptgrawnt'^ t^. jm0ditm 

J. A. amon; M. d CL a c. 




tS. W. Monrow, 



Cut Flowers 

of QUALITY. 

Ware McRoberts. 



1 



i 



HesryL. Casey, O.V.S. 

VETERlNAIilAN. 

rnrmft Director .\BlmI iMtaatry rMHy^Mw 

IrflMii.N Kx \ >-i,Tiii:irim» f'liitfil 



(mot at Logan's Staliie. 



Oakdale Herd of 

Registered Durocs 

Royal blood and splendid individuality. 
Fall boars and gilts for saie. 

J. F. ROBINSON. UKcAsra. Kv. 

Or, R. L Pontius, 

Veterinary Surgeon 
and Dentist. 

Omire at Swconcy'a Uvery Stable. 
Lancaster. — Kentucity. 



I have just opened up a 

Barber Sh^p' 

on Lexington street next to the post 
office and will be gllMi to have my 
friends to caO and see me. Cktm 



